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Message Text 

UNCLASSIFIED 

PAGE 01 ATHENS 03964 291645Z 
ACTION EUR- 12 

INFO OCT-01 ISO-OO FBOE-OO ONY-OO /013 W 

301239Z 055084 /45R 

R 291420Z APR 77 
FM AMEMBASSY ATHENS 
TO USIA WASHDC 
INFO SECSTATE WASHDC 296 

UNCLAS ATHENS 3964 

USIA/IOA/SS FOR HETHERINGTON 
STATE FOR A/FBO 

E.O. 11652: N/A 

TAGS: AFSP, ABLD, ASEC, GR 

SUBJECT: EMBASSY ANNEX AIR CONDITIONING EQUIPMENT - U.S. FURNISHED 
REF: (A) STATE 93526, (B) USIA 8121 

1 . PLEASE PURCHASE AND SHIP AIR CONDITIONING EQUIPMENT SUGGESTED 
IN REFTEL B. IN ADDITION TO ITEMS LISTED IN REFTEL B POST REQUSTS 
RETURN GRILLS AND SUPPLY GRILLS WITH OPPOSED BLADE DAMPERS, AS 
WELL AS ALL FIBERGLASS DUCTING REQUIRED TO INSTALL THIS EQUIPMENT. 

2. PLEASE SHIP THIS EQUIPMENT BY SURFACE ADDRESSED TO GENERAL 
SERVICES OFFICER, AMERICAN EMBASSY, ATHENS, G RE ECE, AS SOON AS 
POSSIBLE AND SEND SHIPPING INFO AS SOON AS KNOWN. 

3. FISCAL INFORMATION: 19-701 13 -5218 OBLIGATION NO. 

757018. 

4. ATHENS MUNICIPALITY HAS CONCURRED WITH EMBASSY'S 
REQUEST TO MAKE A TRENCH UNDER MAKEDONON STREET, HOWEVER, 

WE CANNOT GET WRITTEN APPROVAL UNTIL WE CAN GIVE SPECIFIC COMMENCING 
AND FINISHING DATES. MUNICIPALITY REQUESTS THAT TRENCH BE 
1 METER BELOW STREET/SIDEWALK LEVEL. 
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Expiration: 
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ISecure: 1 
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